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Chief, Administrative Staff, OHR 9 April 195? 

THRO f Acting Chief, Industrial Division, OHR 
Chief, Electrical Equipawnf Branch, ORR 

Report of Destruction of Records, 31 December 1956 - 31 March 1957* 

1, Oaring the period mentioned above 2 feet of Branch files were 
destroyed. 

2* The items Included: 

a# Duplicate copies of Branch Projects and original draft®, 
b» Analyst production (documents) files* 
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